To:  comlwhitehurst@ap.org[comlwhitehurst@ap.org] 

From:  Microsoft  Outlook 

Sent:  Thur  8/13/2015  5:55:45  PM 

Subject:  Undeliverabie:  Gold  King  Mine  Spill  update 

Gold  King  Mine  Spill  update 

ctcipmx01.ap.org  rejected  your  message  to  the  following  email  addresses: 

comlwhitehurst@ap.orQ 

A problem  occurred  while  delivering  your  message  to  this  email  address.  Try  sending 
your  message  again.  If  the  problem  continues,  please  contact  your  email  admin. 


ctcipmx01.ap.org  gave  this  error: 
#5.1.0  Address  rejected. 


Diagnostic  information  for  administrators: 

Generating  server:  DM2PR09MB0351.namprd09.prod.outlook.com 

comlwhitehurst@ap.org 

ctcipmx01.ap.org 

Remote  Server  returned  '550  #5.1.0  Address  rejected.' 

Original  message  headers: 

Received:  from  DM2PR09MB0559.namprd09.prod.outlook.com  (10.161.252.17)  by 
DM2PR09MB0351.namprd09.prod.outlook.com  (10.160.247.16)  with  Microsoft  SMTP 
Server  (TLS)  id  15.1.225.19;  Thu,  13  Aug  2015  17:55:43  +0000 
Received:  from  DM2PR09MB0560.namprd09.prod.outlook.com  (10.161.252.18)  by 
DM2PR09MB0559.namprd09.prod.outlook.com  (10.161.252.17)  with  Microsoft  SMTP 
Server  (TLS)  id  15.1.225.19;  Thu,  13  Aug  2015  17:55:42  +0000 
Received:  from  DM2PR09MB0560.namprd09.prod.outlook.com  ([10.161.252.18])  by 
DM2PR09MB0560.namprd09.prod.outlook.com  ([10.161.252.18])  with  rnapi  id 
15.01.0225.018;  Thu,  13  Aug  2015  17:55:43  +0000 
From:  "Abrams,  Dan"  <Abrams . Dan@epa . gov> 

Subject:  Gold  King  Mine  Spill  update 
Thread-Topic:  Gold  King  Mine  Spill  update 
Thread-Index:  AdDVSRj /5P9cP++zT JqOEYImDGtLww== 

Date:  Thu,  13  Aug  2015  17:55:43  +0000 
Message -ID: 

<Dt  RO  9MB056057FCDF1410  9BA738  64FE957DO0DM2PRO  9MB0560 . namprdO  9 . prod .out! ock.com> 
Accept-Language : en-US 
Content-Language : en-US 
X-MS -Ha s -At t ach : 

X MS-TNEF-Correlator : 

an cnentication-results : spf=none  (sender  IP  is  ) 
smtp . mailf rom=Abrams . DanSepa . gov; 
x-originating-ip : [134.67. 6 . 1 1 ] 

x-microsoft- ex chang e - d i a g r i o sties: 
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1 ; DM2 PRO  9MB 055 9; 5 : dFhHlU0  8KhV3T8FlAifwF+xMXntgdWpVaXinHM0/ rLyekTGaVYUd9vWt j JKyltxHgyX13hoZw 

x-mic  i:  c s o f t - a n i £ n : 

UriScan: ; BCL : 0 ; PCL : 0 ; RULEID: ; SRVR: DM2 PRO  9MB0559 ; Ur i Scan : ; BCL : 0 ; PCL : 0 ; RULE ID : ; SRVR : DM2  PRO 9M 
x microsof  :.-a n tispam-prvs  : 

< DM2 PRO  9 MB 05  594  81D9B3F83AB00C0CFCC957D0@DM2PR0  9MB0559 . namprdO  9 . prod . outlook . com> 
x-exchc age a n ti spam- report- test : UriScan : (108003899814671) ; 
x-exchange-ant i spam-report- c fa- test : 

BCL:  0;  PCL:  0;  RULEID:  (601004)  (5005006)  (3002001 );  SRVR:  DM2PR0  9MB0559 ; BCL : 0 ; PCL : 0 ; R STD:;.';  R: 

x foref ront-prvs : 0667289FF8 

x-f ore front-anti spam- report : 

SFV:NSPM;SFS:  (10019020)  (124975003)  (199003)  (189002)  (1600100001)  (54356999)  (76576001)  (1899980 
received-spf : None  (protection.outlook.com:  epa.gov  does  not  designate 
permitted  sender  hosts) 
spamdiagnosticoutput : 1:23 
spamdiagnosticmetadata : NSPM 
Content-Type : multipart/ alternative; 

boundary="_000_DM2PR09MB056057FCDF14109BA73864FE957D0DM2PR09MB0560:namp_" 
MIME-Version:  1.0 

X MS-Exchange-CrossTenant-originalarrivaltime:  13  Aug  2015  17:55:43.0456 
(UTC) 

X-MS-Exchange-CrossTenant-f romentityheader : Hosted 

X-MS-Exchange-CrossTenant-id:  88b378b3-6748-4867-acf 9-7  6aacbeca6a7 
X-MS -Exchange-Transport -Cr os sTenantHeaders Stamped:  DM2 PRO  9MB0559 
To:  Undisclosed  recipients:; 

Return-Path:  Abrams.Dan@epa.gov 
X-Microsof t-Exchange-Diagnostics : 

1;DM2PR09MB0351; 2 : OVXCan4E/ 9PxKT0ykuLMJDNPEf 8GExq8Knd/PpPoGKKmND/YFngNeXlFI21LC6i  r 

X-OriginatorOrg : epa.gov 
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